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SEL Jsouary 1959 


wsaBmxms amwA l so, 59-2 

C ontract So. SP-1918 


is ia coaftrsHStioa of authority to 

vith e. Dual Oxygon 3y»t a®. The or ig i na l authority 

g r a nted at a hcadgaar tg® M eeting oe 14 August 1958 
1728 sad r 1727. 


MhmS fcy 


four latter of 7 January 1959 subsdttsd a cost sstiabt* 
of $19,000 for this prototype dual oxygen systas and lasted* 
XatlcA la Article 360 . The resulting final costs act to 
ssnaai $19,000.00 should he charged to (fastener Ho. 1 to 
Qeg^tanuA fc* 
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